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Message Text 


UNCLASSIFIED 

PAGE 01 STOCKH 03735 261432Z 
50 

ACTION EUR-06 

INFO OCT-01 ISO-OO EB-05 DRC-01 RSC-01 /014W 

059925 

R 261400Z AUG 74 
FM AMEMBASSY STOCKHOLM 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2735 
AMEMBASSY COPENHAGEN 
AMEMBASSY HELSINKI 
AMEMBASSY OSLO 

UNCLAS STOCKHOLM 3735 

FOR BIC/OIM 

E.O. 11652: N/A 

TAGS: BEXP, SW 

SUBJECT: EDUCATIONAL SHOW. 

REF: TELCON MCNITT/BERING/NICANDER/BONEY AUGUST 21, 1974. 

1. REGARDING NTM STATUS MULTI- ACCOUND AGENT AUDIO VISUELT 
CENTRUM A/S MR. LINDBERG OF AUDIO VISUELT DECLARES THAT 
BOTH TELEX AND LEXICON ARE ENTIRELY NEW TO THIS MARKET 
AND THAT AGENCY AGREEMENTS WITH BOTH COMPANIES WERE 
SIGNED ABOUT TWO MONTHS AGO. HE SAID THAT TELEX PRODUCTS 
ARE JUST APPROVED BY DANISH TESTING AUTHORITIES AND BEING 
TESTED BY SEMCO IN SWEDEN. 

2. OUR AGENCY CARD INDEX FAILS TO SHOW SWEDISH REPS FOR 
ANY OF THE TWO COMPANIES AND STC HAS NOT 

OTHER INFORMATION INDICATING THAT MR. LINDBERG IS MIS- 
TAKEN. 

3 . PLEASE ADVISE STC OF FINAL RULING. STRAUSZ-HUPE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 AUG 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STOCKH03735 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740235-0642 
From: STOCKHOLM 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974081 7/aaaaanxj. tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: TELCON MCNITT/BERING/NICANDER/BONEY, AUGUST 21, 1974. 

Review Action: RELEASED, APPROVED 
Review Authority: martinjw 
Review Comment: n/a 
Review Content Flags: 

Review Date: 10 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUN 2002 by reddocgw>; APPROVED <24 JAN 2003 by martinjw> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EDUCATIONAL SHOW. 

TAGS: BEXP, SW 
To: COM 
Type: TE 
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